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NARA RG104, Entry 1, Box 121 


[Abstract:] Report of Silver Purchases & Deposits melted for weeks ending: - 


February 28, 1880 
March 6, 1880 


Weekly Report of Silver Purchases and Deposits Melted at United States Mint. 


[Please see original images for data table.] 


